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HUNGARY 

M ILITARY 

Hungarian Army Petrol Lump at OCSA 


To the east of the BUDAPEST - LAJ08MIZSE - 
KECSKEMET railway, on the OCSA - INARCS road, 
lies a Hungarian Army 


dump at OCSA. 


It consists of 18 underground tallies of an 
average capacity each of about 250 m3 ; i. e . each holds 
about 250,000 litres! I Total capacity of the 


dump will thus be 4. 500, 000 litres. 


The dump is served by a siding from the railway 
referred to above, branching out from OCSA - SZ0LL0K 
station. 


ii. sketch is attached. 
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